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When the Empress had finished her story, she sighed.

" 1844 to 1901," she exclaimed. " It seems a great span.
Perhaps not so great in Time as in History." She thought
for a moment. " 1844 to 1944 will be a century. I shall
have been a long time at peace, but I fear many misfortunes
may have befallen Europe before that day arrives. I don't
think that either Germany or my son Willie will be blameless
for whatever happens. Something has gone to Willie's
mind."